I N 


Sanitized Copy Approved for Release 2010/06/02 : CIA-RDP80T00246A0361 00420001 -4 


FORMATION REPORT I N F O R M A T I jN REPjjRT 


CENTRAL INTELLIGENCE AGENCY 


This material contains information affecting the National Defense of the United States within the meaning of the Espionage Title 

18, U.S.C. Secs. 793 and 794, the transmission or revelation of which in any manner to an unauthorized person is prohibited . law. 

- S -E-C-R-E-T 


COUNTRY Hungary 


SUBJECT 


Orion Radio £s Vill^nossagi v allalat 
(Orion Radio Factor^) Budapest 


DATE OF 
INFO. 

PLACE & 
DATE ACC 


Processing rnpv 


DATE DISTR. 


NO. PAGES 

REQUIREMENT 

NO. 


REFERENCES 


*6JUL1g57 


SOURCE EVALUATIONS ARE DEFINITIVE. APPRAISAL OF CONTENT IS TENTATIVE. 


report concerning the Orion 

Radio Villamossagi V allalat (Orion Radio F act ory ) ^ Budape st X « The 
import gives some information on the military nature of the factory s 
production during the first half of 1955 states that 600 persons were 
employedo The report also tells where cases and tubes for radio and 
television sets were procured^ and it includes a sketch showing the 
relative location of the various sections of the factory. The sketth is 
keyed to an explanatory legend. 
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ECONOMIC / MILITARY 


Radio -Factory 11 ORION 1 1 


X; • 

,Ilhe " ORION 1 ' radio-factory is in BUDAPEST, aa M 

A 

Jaszoerenyi Street, in 'buildings formerly used by a chocolate 
factor,/. ^Oi’ a lay-out of the works please see Appendix ,: A ,: 
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During the first half of 195b, one-third of ORION * 3 
production was for the military services; the present pro- 
portion is not known. The total labour-force is approximately 
600 people, directed by an Army colonel, emphasising the 
ultimately military nature of the factory. The depart ments 
producing nilitary equipment were rigidly separated from the 
other sm and access was permitted only to selected officials and 
workers. 


Cases for radios and television sets are supplied by 
'•RADIOSZEIddjNYGYAR'' , valves by ‘EG YE CULT IZZO and 
resistances by ;> REMIX : . 


Legend / 

Appendix A" 
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Legend for Appendix "A 1 ' 


1. 

2 . 

3 . 

4 . 
5 V 
6 . 

7. 

8 . 

9. 


10 . 


11 . 


12 . 

13, 


JAS2BERENYI street. 

POLGARI 'brewery and margarine store. 
Unmade road. 

Two-storeyed office building. 


Metal -parts workshop. 

Radio-case store 
Carpenter's shop. 

Boiler-house 5 for heating and for supplying the 
loudspeaker- presses with steam 

Planned site for extension of adjoining asseuoly-shop. 

Repair - shop 


Transformer-house, input 10 KU from city-circuit. 
Planned site for store-house. 

Assembly-shop 

At (a), all used as stores. 


At (,b), ground-floor, is loudspeaker-assembly. 


on 1st sloor, military assembly 
on 2nd floor, design-office; 
on 3rd floor, laboratory, 
kt (c), ground-floor, dial manufacture; 

on 1st floor, military assembly; 

2nd and 3rd floors, civilian set -assembly 

(conveyor-belt ) . 
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